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PURCHASE 
MATERIAL: 
6061-0S 
ALUMINUM 
SHEET 
PER AMS-QQ-A-250/11 
OR AMS 4025 


PART NUMBER: 
M6061-0S 
I.XXX 
I 
THK 


WHERE ".XXX" = SHEET THICKNESS 
IN INCHES 


E.G. 0.063" THICK SHEET = M6061-0S.063 
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